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TABLE 3—Sources/Activities Exempted When Equivalent Coverage Is Accomplished by Other State Regulatory Programs
This table identifies sources and activities, or aspects thereof, that would be exempted from ground water quality control regulation requirements due to coverage by some other specifically identified state regulatory program. In order to be included on this exemptions for other coverage list the other regulatory program would need to be found to be "essentially equivalent" with CDH requirements. Such activities/sources would still need to meet the "performance standard*' element of the ground water quality control regulation.
TABLE 4—Sources/Activities Exempted from Coverage
This table identifies those sources and activities which are exempted from coverage under the ground water quality control program (design criteria/effluent limitations) requirements. They would have to meet "performance standards" to the extent that water rights were not materially injured.
TABLE 5—Prohibited Pollutants—To be developed through rulemaking.
This table would list specific pollutants which may not be discharged or placed in subsurface waters, e.g., Dioxins, PCB's, ....
TABLE 6—Restricted Pollutants—To be developed through rulemaking.
This table would list specific pollutants whose presence requires the automatic submittal and approval of a ground water quality protection plan, or its equivalent under other state regulatory programs.